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Message Text 


LIMITED OFFICIAL USE ABIDIAN 7294 

FOR OC/S ACCRA FOR RCO 

E.O. 11652: N/A 
TAGS: ASEC, AFAC 

SUBJECT: EXHAUST FAN FOR COM CENTER 

REQUEST AUTHORIZATION INSTALL ONE EXHAUST FAN WITH 
APPROXIMATELY FORTY FEET OF FLEXIBLE DUCT TO EXHAUST 
STALE AIR FROM OVER THREE DESKS. WE INTEND TO USE 
AN EXISTING HOLE WHICH IS 9-3/4 INCH SQUARE. NEED 
ADVISE ON SIZE (DIAMETER) OF DUCT TO BE INSTALLED AND 
SIZE OF FAN (CFM) TO GET SUFFICIENT SUCTION OVER A 
FORTY-FOOT RUN WITH THREE PICKUP POINTS. PI .EASE 
ADVISE ASAP AS SEABEE TO DO WORK DEPARTS ON FIELD 
TRIP IN ONE WEEK. 
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